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PRODUCTION  REFINEMENT  OF  SHF -BAND 
HIGH-FREQUENCY  TRAVELING-WAVE  TUBES 

During  the  initial  interval  plans  were  made  for  the  selection  or  design, 
procurement,  and  installation  of  facilities  for  the  pilot-production  layout.  These 
plans  include  the  integration  of  special  equipment  with  the  existing  model  shop  fa- 
cilities. New  facilities  will  only  be  added  when  present  laboratory  equipment  does 
not  lend  itself  to  production-type  operation  or  is  unavailable  due  to  previous  com- 
mitments. 

Because  of  present  space  limitations,  however,  rearrangement  and  expan- 
sion of  the  area  is  required.  Additional  space  is  being  made  available  through  the 
reorganization  of  this  laboratory.  Floor  plans  were  completed  for  the  relocation 
and  installation  of  existing  and  new  equipment.  Rearrangement  of  the  test  and  shop 
area  has  been  started. 

The  plant  engineering  department  of  the  laboratory  is  preparing  specifi- 
cations for  subcontracting  such  plant  construction  work  as  may  be  required.  The 
development  of  specifications  for  special  equipment  has  started.  This  includes  the 
equipment  for  an  air-filtering  and  tempering  system.  Final  plans  for  this  system 
will  be  completed  during  the  next  interval  and  then  submitted  to  potential  bidders. 

Planning  has  been  started  on  the  development  engineering  work  of  the 

contract. 

During  the  next  interval  planning  for  the  equipment  and  facilities  to  be 
used  will  be  continued.  A detailed  plan  for  engineering  work  on  the  contract  will 
be  completed. 


